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Point #1. Concrete r unway o which joined at the oast end to form a horseshoe 
and were approximately three kilometers Ions and 100 meters wide. 


Point jj 1 2, Aircraft pari tog ramp of dirt which I estimate to occupy an area 
of about 750,000 motors. I observed between 150 arm 140 aircraft 
parked haphazardly here. They were YAK- 9, LA-11, P-39 (Bell 
Aircobra) , and YAK-17 types of aircraft. I also believe ijhat there 
were about 10 MIG-15’ s. 


Point ff 3„ Concrete taxi strip about 25 meters wide which curved eastward 
from the west end of the runways. 

mt 

Point #4. Concrete drill square approximately 150 meters long and 100 meters 
wide , 


Point /f5. Dirt footpath. 

Point ’jf’ 6. Two hangars used to accommodate MIG-15 type airoraft. 

Point #7. Operations Building (Komandnyi Punlct) about 30 motors wide and 10 
motors high. A glass globe, reinforced with steel stripe, 
approximately 15 motors high, was constructed over the brick 
foundation. 
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Point /r'8 * Nine billets for NCO's and KM, brick construction, about 50 meters 
long, 20 motors wide and 25 motors high. 

Point /f9. Sports stadium, about 150 motors long and 100 motors wide. 

Point f/*10 • Gasoline and oil dump. 

x oint jfll. Moss hall of 1*00*8 and It was a brick building, in the shape 

of an ’'iP* , measuring 40x20x15x12 meters# 

1 oint ;,12# kavine , about 10 meters 7. r ide and 2 \ meters deep. 

Point ^ 13# Dirt road, about 12 meters vide, loading from tho taxi strip to a 

bridge, and from there to the officers' billets, constructed of 
asphalt and in good condition. 

Point -/r 14. Small, arched, masonry road bridge, approximately 15 meters long 
and 12 meters wide; no side railings. 

Point ^ 16. Hnngar, about 80 meters long, 25 motors v/ido and 'six motors high. 

Point it 16. Officers' (technicians) mess hall, one story and of brick con- 

struction, about 40 motors long, 20 meters wide and 10-12 meters 
high. 

roint /fl7. dervice club, identical construction as building described in 
Point "16. 

Po.int /,1a. Plying officers' mess hall, one story and of brick construction, 
about 40 meters long, 40 motors wide and 15 meters high. 

Point j|-19. Small oriel: building, about 20 maters long, 11 motors wide and 
eight motors iiigh. 


romt //CJ* .v.ioutjti about 15') motors square, 

i omt jfZ 1. 0[ ficors * billots (each o-Ticor had a private room). 

Point $ 22. Concrete road leading from the main gate. This was about 15 to 
20 meters wide snd was in good condition » 

Point /p- 3, Main '-ntranca to airfield, controlled with a boom cyne gate. 

Poi^t //-24. Cobblestone road, approximately 20 meters wide, loading to tho 
city of Papa. 

Point 7,-25. Ctono and cement fcnco about 3yj meters high. 

Point /,26. dingle track railroad. 
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OuJCJitK (A): ketouohed Memory Jketch of Papa Airfield, Papa, Hungary. 
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